AMENDMENT NO. 1 DECEMBER 2022 
TO 


IS 4912 : 1978 SAFETY REQUIREMENT FOR FLOOR AND WALL OPENING, 
RAILINGS AND TOE BOARDS 


( First Revision ) 


(Page 9, clause 7.3.3) — Substitute the following for the existing clause: 


“7.3.3 The maximum distance between any two horizontal or vertical members shall not exceed 100 mm.’ 


(CED 45) 
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